Approved For Release 2002/09/05 : CIA-RDP86-01019R000200060030-5 


%6 .//|f 107 y 


MEMORANDUM FOR THE RECORD 
SUBJECT: Project SAFE Data Grid 


STATINTL 


.r I/ Jari oary 1977, the undersigned contacted Mr. 

rrom uhe Office of Communications Engineering (OC-E). Hr . 7 . 15 0 

s.'sSWgSf by oc - E to odp to fo ™ ute ^ }ar 


Is one 


STATINTL 


STATINTL 


1 stated that at this time no work Is being done on the 

a decision Is S'hI r ! qu1rements w111 be formulated once 

niS” h, 4 type of tran smiss 1 on system will be an- 

of-the-a^t Lins P ? 1 T cable * ' coaxial cable or some other state- 

f the art means. Tie decision on what type of transmission system will 
be used win be made after SAFE mainframe Lmputers and ^minJls are 

?!! Ce t i 1 L« c1s1on 1s TOde * 0DP w111 coordinate with the 
*.ffic„ of Security and Office of Logistics to specify hardware requlre- 

data S *rLLi^f 1f1Cat 0ns ° f Wh1ch 1s imqoss1b1e without knowlno the 
data transmission means. 


STATINTL 


stindLin In fl nw n L'n 10n * l 1r * If U that data gr1d 9 lann1 og Is a, 

standstill and will remain so until after FY 1977 



STATINTL 


Chief 

Electrical Section, HES/RECQ/OL 


STATINTL 


STATOTHR 


Distribution: 

Orig. - OL/RECD/HEB Official 
1 - OL/RECD 


OL/RECD/HEB/ 


:llh/[ 


(26 Jan 77) 
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